DOCKETED ITEMS       17

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203030435 Notification of contract execution.task order 30,to "Nuclear Power Reactor
Operations.Mod & Maint Insp Svcs." ContractorParameter.lnc.

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205) FIN L-
1343-2. 92/02/28. SCHWiNK,W.S. Planning, Program I Management Support Branch
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 60773:099-
60773:106.

-9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task
order 30, "Integrated Performance Assessment Team Insp - Peach Bottom," under
contract.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/14.
LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brurnfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042,

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring
Network.

BORES.R. Region 1 (Post 820201). 92/03/12. HAMMONS.D. Federal Emergency
Management Agency. 17pp. 61053:187-61053:203.

9203300011 Forwards 1991 annual decommissioning rept for Jan-Dec 1991.
MILLER.D.B. Philadelphia Electric Co. 92/03/20. Document Control Branch (Docu-
ment Control Desk). 3pp. 61164:352-61164:354.

DOCKET 50-174 PENNSYLVANIA STATE RESEARCH REACTOR

R. Periodic operating reports & related correspondence

9203240292 "Annual Status Rept for Plum Brook Reactor & Plum Brook Mock-Up Re-
actor for 1991." W/undated Itr.

PFANNER.H.G., SAUNDERS.N.T. National Aeronautics & Space Administration. 91 /
12/31. 9pp. 61094:316-61094:324.

DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA

P. Operating license stage documents & correspondence

9203110217 Forwards DOE 920219 Itr notifying licensee that Federal Funds for conver-
sion of reactor will not be available for FY92,per 10CFR50.64(c)(2)(ii).Univ will re-
spond to issue again prior to 930327.

MEYER.WA, MCKIBBEN.J.C. Missouri. Univ. of, Columbia, MO. 92/02/26. ADAMS.A.
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp.
60897:112-60897:113.

9203130194 Cancels spent fuel shipments from MURR to INEL described in 920103 Itr.
HULTSCH.R.A. Missouri, Univ. of, Columbia, MO. 92/03/03. RENTSCHLER.R. Trans-
portation Branch. 1 p. 60932:344-60932:344.

Q. Inspection reports, IE Bulletins & correspondence

9203230165 Responds to concerns noted in Insp Rept 50-186/91-06 re external expo-
sure control program & two higher than normal extremity exposures to pneumatic tube
operator. P-tube log sheet modified to record proper operation of room frisker.
LANGHORST.S.M..  MCKIBBEN.J.C.  Missouri,  Univ. of,  Columbia.  MO. 92/03/13.
GREGOR.R.L Region 3 (Post 820201). 6pp. 61082:349-61082:354.

S. Reportable occurrences, LERs & related correspondence

9203230005 Informs that fuel experiment conducted w/radiation monitor, part of radi-
ation monitor sys.not operational on 920211. Caused by failure to specify semiannual
calibr interval for monitor.Film irradiator fueled experiment secured.
MEYER.WA, MCKIBBEN.J.C. Missouri. Univ. of, Rolla, MO. 92/03/11. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 5pp. 61062:246-61062:251.

P. Operating license stage documents & correspondence

DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor
Facility includmg.records re License R-36, R-72 & various byproduct matls
licenses.Forwards documents listed on App F & G.Search for addl records underway.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001-
61318:203.

-9203120323 Order terminating Pennsylvania State Univ interest in License R-72 &
transferring license to Curtiss-Wright Nuclear Research Lab.

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 67/10/09. Pennsylvania
State Univ., University Park, PA. 1p. 61316:030-61316:030.

-9203120327 Forwards Amend 3 to License R-72,Indemnity Agreement R-33 & FR
notice of issuance.Amend transfers title to reactor to Curtiss-Wright Nuclear Research
Lab.W/o indemnity agreement.

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09.
GODDARD.M.K. Pennsylvania, Commonwealth of, GRAY.O.S. Nuclear Materials &
Equipment Corp. (NUMEC). 2pp. 61316:031-61316:032.

-9203120330 Forwards signed copy of Amend 3 to License R-72.Amend initially submit-
ted in Itr dtd 671108 was unsigned.

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/16.
GODDARD.M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials &
Equipment Corp. (NUMEC). 1 p. 61316:033-61316:036.

W. Decommissioning Stage Documents & Correspondence

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor
Facility including.records re License R-36, R-72 & various byproduct matls
licenses.Forwards documents listed on App F & G.Search for addl records underway.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001-
61318:203.

DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR

R. Periodic operating reports & related correspondence

9203200348 "General Electric Annual Rept.1991." W/920313 Itr.
CUNNINGHAM.G.E. General Electric Co. 91/12/31. 67pp. 61073:113-61073:182.

DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP

H. General correspondence

9203090428 Informs of change in contact person in regard to matters concerning
facility.EA Richley no longer employed by ctr. Correspondence should be directed to
NT Saunders.

SMITH.A.B. National Aeronautics & Space Administration. 92/03/02. WEISS.S.H.
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p.
60883:213-60883:213.

P. Operating license stage documents & correspondence

9203160133 Application for amend to License R-94,permitting possession & use of
calibr sources up to 5 mCi source activity.

BERLIN.R.E. Manhattan College, Riverdale, NY. 92/03/02. MICHAELS.T.S. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p.
60968:275-60968:275.

DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan.per request.
UPSHAW.W. International Programs (870413-911116). 88/08/17. Brazil. 1p.
61213:303-61213:303.

9111060025 Concludes that exercise scenario & objectives appear adequate & meet
NRC requirements & emergency plan goals.

REESE.J.H. Region 5 (Post 820201). 91/09/24. RAY.H.B. Southern California Edison
Co. 1p. 60910:017-60910:017.

9203030060 Forwards Rev 10 to Safeguards Contingency Plan.Rev withheld (ref
10CFR73.21).

KRIEGER.R.W. Southern California Edison Co. 92/02/13. Document Control Branch
(Document Control Desk). 1p. 60782:300-60782:300.

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on
911210-920127.No violations noted.

RICHARDS.S.A, Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California
Edison Co. 2pp. 60803:172-60803:181.

-9203060031   Insp  repts  50-206/91-39.50-361/91-39   &   50-362/91-39  on   911210-
920127.No violations noted.Major areas inspected: operations program.including oper-
ational safety.radiological protection,security.surveillance.maint & LER rept review.
JOHNSON,P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181.

9203030005 Discusses insp rept 50-206/91-36 on 911114-1218 & forwards notice of
violation & proposed imposition of civil penalty in amount of $50,OOO.Failure to meet
regulatory requirements for protecting equipment following fire serious violation.
MARTIN.J.B. Region 5 (Post 820201). 92/02/21. RAY.H.B. Southern California Edison
Co. 7pp. 60753:023-60753:033.

-9203030008 Notice of violation & proposed imposition of civil penalty in amount of
$50,OOO.Noncompliances noted:continuous fire watch not established when banks of
Halon sys for 4,160-volt switchgear inoperable & LER 206/91-013 incomplete.
* Region 5 (Post 820201). 92/02/21. 4pp. 60753:030-60753:033.

9203020058 Rev 13 to EPIP SO123-VIII-0.9, "Action EPIP Index." W/920224 Itr.
PLAPPERT.R.D.   Southern   California   Edison   Co.   92/02/24.   5pp.   60758:327-
60758:331.92/02/24.
